To: MichaelPatrick Leahy[michaelpatriekleahy@gmail.com] 

From: Daguillard, Robert 

Sent: Tue 8/18/2015 6:31:17 PM 

Subject: RE: Request for comment from Breitbart News 


Understood. As mentioned, I’ve forwarded to the folks in Durango, 


Thanks, R. 


From: MichaelPatrick Leahy [mailto:michaelpatrickleahy@gmail.com] 
Sent: Tuesday, August 18, 2015 2:30 PM 
To: Daguillard, Robert 

Subject: Re: Request for comment from Breitbart News 


Robert, 


My initial deadline came and went, which is why I wrote the story about the EPA hiding data 
related to the Gold King mine spill. 


It does not appear to me that link addresses those 8 specific questions. 


Thanks! 


Mike 


On Tue, Aug 18, 2015 at 1:18 PM, Daguillard, Robert < Daetxillard.Robert@epa.gov > wrote: 
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Good afternoon Michael and thanks to Enesta for forwarding, 


I’ll forward your inquiry right now to our folks on the ground in Colorado. Meantime, let 
me know if you find the following link, 

http://www2.epa.gOv/goldkingmine/data-gold-king-mine-response#datasets 
of any use. 


Also, very important: Your deadline? 


Thanks in advance, 


R. 


Enesta, 


Still looking for that info on pollution and and water exfiltration data from the Gold King 
mine and Red and Bonita mine in Colorado: 


EPA Hiding Data From Toxic Spill it Caused in Colorado 


http://www.breitbart.com/big-govemment/2015/08/17/epa-hiding-data-from-toxic-spill-it- 

caused-in-colorado/ 


Thanks. 
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Mike 


On Sat, Aug 15, 2015 at 4:42 PM, MichaelPatrick Leahy 

< michaelpatrickleahv@gmail.com > wrote: 

Enesta, 


Michael Patrick Leahy with Breitbart News again. 


Working on another follow up story. 


Here are eight specific questions regarding the pollutant levels and exfiltration rates at the 
Gold King mine and the Red and Bonita mine during the period before and after the August 
5 spill into the Cement Creek and Animas River in Colorado: 


1. What was the rate of exfiltration in GPM from the Gold King portal before the spill? 


2. What is it now? 


3. What was the rate of exfiltration in GPM from the Red-Bonita portal before the spill ? 


4. What is it now? 
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5 .What was PPM arsenic, cadmium, lead and copper in the exfiltrating water from the Gold King portal 
before the spill? 


6. What is it now? 


7. What was PPM arsenic, cadmium, lead and copper in the exfiltrating water from the Red-Bonita portal 
before the spill? 


8. What is it now? 


On deadline, Monday at 6 pm eastern. 


Thanks! 


Michael Patrick Leahy 


Breitbart News Contributor 


Robert Daguillard 
Office of Media Relations 
U.S. Environmental Protection Agency 
Washington, DC 
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